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New Industry Monitor 


We have recently completed testing of the new Industry 
Monitor which was coded M#15, The following results were 
obtained: 

Standard No. of 

Deviations Replicates 


Butt Length, mm 

30 



TPM, mg/cigt. 

21.6 

1.20 

406 

Nicotine, mg/cigt. 

1.27 

0.03 

171 

Water, mg/cigt. 

2.5 

0.31 

171 

FTC Tar, mg/cigt. 

17.8 



Puff Count 

S. 7 

0.37 

406 


If you have any questions regarding this data, please 
let me know. 
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c: Dr. H. WakehaiHi^'-'" 
Mr. F. E. Resnik 
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Mr. L. F. Meyer 
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